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TAGS: ENRGTGENURUS 

SUBJECT: US-USSR ENERGY AGREEMENT: ELECTRIC POWER SYSTEM 
PLANNING AND DISPATCHING 

1.1. DEPARTMENT REQUESTED INFORM US PROJECT COORDINATOR. 
GODWIN WILLIAMS, THAT EMBASSY FORWARDING COPIES OF SIX 
SOVIET REPORTS ON POWER SYSTEMS. ORIGINALS HAVE NOT BEEN 
RECEIVED BY WILLIAMS. 

2. SEMENOV REQUESTS WILLIAMS INFORM HIM AS SOON AS POSSIBLE 
ABOUT PROPOSED TIMING FOR PLANNED SYMPOSIUM 

3. REPORTS BEING POUCHED TO OES/SCI. REGISTRY NO. 2404057. 
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